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JOSfi GUILLERMO DIAZ. 

Dr. Jos£ Guillermo Diaz was born in Havana, Cuba, December 12, 1863. His 
early education was received in the high school course of the Institute de la Habana, 
from which he graduated in 1879. same year he matriculated at the 

School of Pharmacy of the University of Havana, and graduated in 1883; in 1887 
he received the Doctor's degree from the same institution. 

In 1889 he was appointed assistant professor in the School of Pharmacy and 
continued to hold this position until 1896, when, on account of the war with Spain, 
he removed to New York City to help in the cause of independence. After the 
war Prof. Diaz returned to Havana and was again appointed assistant professor. 
In 1900 he was elected professor of Practical Pharmacy, which chair he still holds. 

Dr. Diaz is the owner of a retail drug store in Havana. This store was estab¬ 
lished by his father, Dr. Jose Diaz, in 1842, in the same building now occupied 
by his son, at Monte 412. 

In 1910 Dr. Diaz was present as member of the U. S. Pharmacopoeial Con¬ 
vention, representing the University of Havana. He translated the U. S. P. 
VIII into Spanish and also the last revision. In 1915 Dr. Diaz was elected a 
member of the Academy of Medical Sciences of Havana. He has attended several 
of the annual conventions of the American Pharmaceutical Association. 
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